Town of Arlington 
Redevelopment Board 
730 Massachusetts Avenue 
Arlington, MA 02476 

Public Hearing 

Legal Notice 

Notice is herewith given that an application has been filed on May 17, 2017 by Carowell, LLC., Docket 
#3531 to allow new construction of a mixed-use residential and commercial property at 887 
Massachusetts Avenue, Arlington, Massachusetts, in the B2A Major Business District. Notice is filed in 
accordance with the provisions of MGL 40A Section 11, and the Town of Arlington Zoning Bylaw Section 
10.11 Special Permits, for Special Permits under Section 5.04 Table of Use Regulations, to allow Mixed- 
Use in the B2A zone. Section 8.07(a) Parking in Commercial Districts, 8.12(c) to allow modification of 
Parking and Loading Space Standards, and Section 11.06 Environmental Design Review. 

A Public Hearing will occur on Monday evening, June 12, 2017 at 7:30 PM in the Town Hall Annex 
Second Floor Conference Room, 730 Massachusetts Avenue, Arlington, Massachusetts. 

Plans may be viewed in the Department of Planning and Community Development on the first floor of 
the Town Hall Annex, 730 Massachusetts Avenue, Arlington, MA 02476, Monday through Wednesday, 
8:00 a.m. to 4:00 p.m.; Thursday, 8:00 a.m. to 7:00 p.m.; and Friday, 8:00 a.m. to 12:00 p.m. 

Arlington Redevelopment Board 
Andrew Bunnell, Chairman 
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